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BRANT'S MOTEL 

921 E. Main (U.S. Hwys. 66 - 91 - 466) 
BARSTOW, CALIFORNIA 
Phone: 9331 

Heated Pool - Air Conditioned - Vented Heatl- 
Wall to Wall Carpets - Tiled baths - Tubs an 
Showers - Family units divided - V 2 block to" 
Restaurant. Accommodations for those in wheel 
chairs. 

Mr. & Mrs. R. H. Brant, Mrg.-owners. 
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